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Pia and upon other parts of the wall. The Pope remained
calm and celebrated Mass in his private chapel; many of
the Diplomatic Corps were present. For some reason the
defence was prolonged, contrary to the Pope's original
instruction. At last, when the bombardment had con-
tinued for over four hours, inflicting a number of casualties,
the Pope sent peremptory orders to General Kanzler to
raise the white flag over the dome of St Peter's. Firing
ceased a few minutes after 10 A.M. The Italian troops,
under General Cadorna, began to file through the Porta
Pia at midday. Generals Kanzler and Cadorna signed
articles of capitulation. Pius IX took no part in the pro-
ceedings, nor did he recognize the annexation of Rome by
the kingdom of Italy. He remained in the Vatican; the
Italian authorities carefully kept outside the precincts. A
plebiscite was held in Rome, and the annexation was
completed.